TABLE IV 


Brands Included in Market Survey #25 
But Deleted from Market Survey #26 


Arctic Lights 85 
Arctic Lights 100 
American Lights 120 
American Lights Menthol 120 
Eve 100 

Eve Menthol 100 
Hi-Lite 100 


PM3000763347 


Source: https://www.industrydocuments.ucsf.edu/docs/sqvl0001 



